REFERENCES                                                                                                                85

Shaw, T.J., and R. Francis. 1991. A fast and sensitive ICP-MS assay for determina-
tion of 230Th in marine sediments. Geochim. Cosmochim. Acta 55:2075-2078.

Shuman, M.S., and M. Martin-Goldberg. 1984. Electrochemical methods: anodic
stripping, in: Water Analysis, R.A. Minear and L.H. Keith (eds.). Academic
Press, Orlando, Vol. 2, Part 2, pp. 346-388.

Stoeppler, M. 1991. Analytical chemistry of metals and metal compounds, in:
Metals and their Compounds in the Environment, E. Merian (ed.), VCH, New
York, Chap. I.4a., pp. 105-120.

Tans, P.P., I.Y. Fung, and T. Takahashi. 1990. Observational constraints on the
global atmospheric CO2 budget. Science 247:1431-1438.

Theeuwes, F., and S.I. Yum. 1976. Principles of the design and operation of
generic osmotic pumps for the delivery of semisolid or liquid drug formula-
tions. Ann. Biomed. Eng. 4:343-353.

Thompson, M., C.L. Arthur, and O.K. Dhaliwal. 1986. Liquid-phase piezoelectric
and acoustic transmission studies of interfacial immunochernistry. Anal. Chem.
58:1206-1209.

Van der Berg, C.M.G. 1989. Electroanalytical chemistry of seawater, in: Chemical
Oceanography, Vol. 9, J.P. Riley (ed.), Academic Press, New York, pp. 198-
245.

Walters, F.H., L.R. Parker, Jr., S.L. Morgan, and S.N. Deming. 1991. Sequential
Simplex Optimization. CRC Press, Inc., Boca Raton, Florida, 325 pp.

Ward, M.D., and D.A. Buttry. 1990. In situ interfacial mass detection with piezo-
electric transducers. Science 249:1000-1007.

Whitfield, M., and D. Jagner (editors). 1981. Marine Electrochemistry: A Practical
Introduction. John Wiley & Sons, New York, 529 pp.

Williams, P.M. 1992. Measurement of dissolved organic carbon and nitrogen in
natural waters. Oceanography 5:107-116.

Wolfbeis, O.S. (editor). 1991. Fiber Optic Chemical Sensors and Biosensors. CRC
Press, Boca Raton, Florida, Vol. 1, 413 pp., and Vol. 2, 358 pp.

Wunsch, C.I. 1989. Comments on oceanographic instrument development. Ocean-
ography 2(2):26.

Wylie, D.E., L.D. Carlson, R. Carlson, F.W. Wagner, and S.M. Schuster. 1991.
Detection of mercuric ions in water by ELISA with a mercury-specific anti-
body. Anal. Biochem. 194:381.

Yeung, E.S. 1986. Refractive index detector, in: Detectors for Liquid Chromatog-
raphy, E.S. Yeung (ed.), John Wiley & Sons, Inc., New York, pp. 1-28.

Zirino, A. 1981. Voltammetry of natural sea water, in: Marine Electrochemistry: A
Practical Introduction, M. Whitfield and D. Jagner (eds.), John Wiley & Sons,
New York, pp. 421-503.